46      DOCKETED ITEMS

-9005240171 Proposed Tech Specs re instrumentation that initiates or controls core &
containment cooling sys & limiting conditions for operation & surveillance require-
ments for containment cooling sys.
* Tennessee Valley Authority. SO/05/18. 55pp. 53924:050-53924:104.

9005240174 Notification of contract execution: "Technical Assistance to Administer Op-
erator Exam to Nuclear Plant Applicants," Task Order 36, "Browns Ferry Initial
Exam," awarded to Sonalysts.lnc.

HUGHESA NRC - No Detailed Affiliation Given. FIN L-12890. 90/05/18, WEST.K.S.
Office of Nuclear Reactor Regulation, Director (Post 870411). PULSIPHER.K. NRC -
No Detailed Affiliation Given, ip. 53921:271-53921:274.

-9005240177 Ltr Contract NRC-Q3-89-031,deobligating funds.to "Technical Assistance
to Administer Operator Exam to Nuclear Plant Applicants," Task Order 36, "Browns
Ferry Initial Exam."

HAGAN.T.F. Contract Administration Branch. FIN L-12890, 90/05/07.
PETERSON.LR. Sonalysts, Inc. 3pp. 53921:272-53921:274.

Q. Inspection reports, IE Bulletins & correspondence

9004250253 Forwards Insp Repts 50-259/90-05,50-260/90-05 & 50-296/90-05 on
900216-0316 & notice of violation.Concern raised re mgt control to ensure implemen-
tation of fire protection program & apparent lack of knowledge of compensatory
measures.

WILSON.BA Assistant Director for Inspection Programs. 90/04/17. KINGSLEY.O.D.
Tennessee Valley Authority. 4pp. 53603:202-53603:228.

-9004250255 Notice of violation from insp on 900216-0316.Violation notechfailure of op-
erator to check normal feeder breaker ac volts & Units 1 & 2 hose stations protected
by single-gated wye connection station.

WILSON.BA Assistant Director for Inspection Programs. 90/04/17. 2pp. 53603:206-
53603:207.

-9004250256 Insp Repts 50-259/90-05,50-260/90-05 & 50-296/90-05 on 900216-
0316.Violations noted.Major areas inspected: surveillance/maint observation.employee
concerns program subcategory rept & restart test program.

CARPENTER.D.R., PATTERSON.CA Region 2, Ofc of the Director. LITTLE.W.S. TVA
Projects Division (890101-900602). 90/04/17. 21pp. 53603:208-53603:228.

9004300030 Responds to NRC Bulletin 90-002, "Loss of Thermal Margin Caused by
Channel Box Bow." Util does not employ channel boxes for second bundle life.
RAY.M.L Tennessee Valley Authority. 90/04/24. Document Control Branch (Docu-
ment Control Desk). 2pp. 53656:247-53656:248.

9004270289 Responds to NRC 900326 Itr re violations noted in Insp Repts 50-259/89-
56,50-260/89-56 & 50-296/89-56,Corrective actions: Administrative Control SDSP
29.1 revised to provide guidance on process to evaluate measuring & test equipment.
MEDFORD.M.O. Tennessee Valley Authority. 90/04/25. Document Control Branch
(Document Control Desk). 5pp. 53632:176-53632:180.

9004200525 Suppl 1 to NRC Info Notice 89-070, "Possible Indications of Misrepresent-
ed Vendor Products." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/26.
Consolidated Edison Co. of New York, Inc. 102pp. 53601:131-53601:234.

9005030302 Forwards Insp Repts 50-259/90-12,50-260/90-12 & 50-296/90-12 on
900404 & notice of violation.Notice of violation withheld (ref 10CFR2.790(d) & 73.21).
W1LSON.B.A. Assistant Director for Inspection Programs. 90/04/26. KINGSLEY.O.D,
Tennessee Valley Authority. 4pp. 53719:116-53719:120.

-9005030311 Partially withheld Insp Repts 50-259/90-12,50-260/90-12 & 50-296/90-12
on    900404    (ref    10CFR2.790(d)    &    73.21).    Violations    noted.Major    areas
inspected:personnel access control & safeguards contingency plan implementation.
THOMPSON.D.,  MCGUIRE.D.R.   Region  2,  Ofc  of the  Director.  90/04/24.   1p.
53719:120-53719:120.

9005070191 Provides info re interpretation of bioassay measurements to assess intakes
of radioactive matl.per Info Notice 82-18.

WILSON.BA Assistant Director for Inspection Programs. 90/04/26. KINGSLEY O.D
Tennessee Valley Authority. 3pp. 53748:011 -53748:017.

9005090389 Forwards Insp Repts 50-259/90-09,50-260/90-09 & 50-296/90-09 on
900326-30.NO violations or deviations noted.

WILSON.BA Region 2, Ofc of the Director. 90/04/26. KINGSLEY.O.D. Tennessee
Valley Authority. 3pp. 53780:344-53780:352.

-9005090390 Insp Repts 50-259/90-09,50-260/90-09 & 50-296/90-09 on 900326-
SO.No violations or deviations noted.Major areas inspected:pipe support mods for li-
censee IE Bulletins 79-02 & 79-14 program & previous open items.
CHOU.R.C., BLAKE.JJ Region 2, Ofc of the Director. 90/04/24. 6pp. 53780-347-
53780:352.

9005240008 Ack receipt of 900316 Itr re violations noted in Insp Repts 50-259/89-
57,50-260/89-57 & 50-296/89-57.Corrective actions incomplete.
WILSON.BA Assistant Director for Inspection Programs. 90/04/26. KINGSLEY O D
Tennessee Valley Authority. 4pp. 53939:030-53939:033.                                        '  ' '

9005080080 EN-90-049:on 900502,notice of proposed imposition of civil penalty in
amount of $18,750 will be issued to licensee based on licensee failure to conduct
adequate annual inventory of licensed matl.

ROSANO.R.P., LIEBERMAN.J. Ofc of Enforcement (Post 870413). 90/04/27. 1p.
53756:358-53756:358.

9004240313 NRC Info Notice 90-027, "Clarification of Recent Revs to Regulatory Re-
quirements for Packaging of U Hexafluoride (UF6) for Transportation." Svc list encl
TEN EYCK,E.Q. Division of Safeguards & Transportation (Post 870413). 90/04/30
Consolidated Edison Co. of New York, Inc. 97pp. 53742:001-53742:099.

9004240359 NRC Info Notice 90-028, "Potential Error in High Steamline Flow Setpoint."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411) 90/04/30
Consolidated Edison Co. of New York, Inc. 91pp. 53601:235-53601:327. w/w'ow-

9004240393 NRC Info Notice 90-029, "Cracking of Cladding & Heat-Affected Zone in
Base Metal of Reactor Vessel Head." Svc list encl.

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 90/04/30
Consolidated Edison Co. of New York, Inc. 97pp. 53601:328-53602:067.

9004250159 NRC Info Notice 90-030, "Ultrasonic Insp Techniques for Dissimilar Metal
Welds." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/01.
Consolidated Edison Co. of New York, Inc. 98pp. 53663:084-53663:183.

9005070259 Forwards notice of violation & proposed imposition of civil penalty in
amount of $18,750,per Insp Repts 50-259/89-55, 50-260/89-55 & 50-296/89-55.Viola-
tion involves failure to perform adequate inventory.

CRUTCHFIELD.D. Associate Director for Special Projects (Post 890101-900602). 90/
05/02. KINGSLEY.O.D. Tennessee Valley Authority. 3pp. 53746:095-53746:101.

-9005070261 Notice of violation & proposed imposition of civil penalty in amount of
$18,750,based on failure to perform adequate physical inventories in 1987 & 1988 in
that inventory conducted in 1989 identified 26 discrepancies not detected.
CRUTCHFIELD.D. Associate Director for Special Projects (Post 890101-900602). 90/
05/02. 4pp. 53746:098-53746:101.

9005160246 Forwards summary of 900411 meeting in Rockville.MD re restart schedule
& NRC master insp plan to support restart. List of attendees encl.
WILSON.BA Assistant Director for Inspection Programs. 90/05/02. Tennessee Valley
Authority. 37pp. 53836:224-53836:260.

9005030007 NRC Info Notice 90-032, "Surface Crack & Subsurface Indications in Weld
of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/03.
Consolidated Edison Co. of New York, Inc. 100pp. 53753:104-53753:203.

9005170033 Ack receipt of 900425 Itr informing NRC of steps taken to correct violation
noted in Insp Repts 50-259/89-56, 50-260/89-56 & 50-296/89-56.Implementation of
actions will be examined during future insps.

WILSON.BA Assistant Director for Inspection Programs. 90/05/03. KINGSLEY.O.D.
Tennessee Valley Authority. 3pp. 53855:294-53855:296.

9004260013 NRC Info Notice 90-031, "Update on Waste Form & High Integrity Contain-
er Topical Rept Review Status, Identification of Problems W/Cement Solidification &
Reporting of Waste Mishaps." Svc list encl.

BANGART.R.L Division of Low-Level Waste Management & Decommissioning (Post
870413). 90/05/04. Consolidated Edison Co. of New York, Inc. 101pp. 53753:001-
53753:103.

9005170003 Forwards Insp Repts 50-259/90-08,50-260/90-08 & 50-296/90-08 on
900316-0416 & notice of violation.

WILSON.B.A. Assistant Director for Inspection Programs. 90/05/04. KINGSLEY.O.D.
Tennessee Valley Authority. 4pp. 53856:319-53856:340.

-9005170004 Notice of violation from insp on 900316-0416.Violation notedradiation
monitor 1-RM-90-132D inoperable & on 900404, two consecutive samples required by
Tech Specs missed.

WILSON.BA Assistant Director for Inspection Programs. 90/05/04. 2pp. 53856:323-
53856:324.

-9005170005 Insp Repts 50-259/90-08,50-260/90-08 & 50-296/90-08 on 900316-
0416. Violations noted.Major areas inspecteckmaint & surveillance
observations.operational safety verification, ROs & implementation of nuclear QA plan.
CARPENTER.D.R., PATTERSON,C.A. Region 2, Ofc of the Director. LITTLE.W.S. TVA
Projects Division (890101-900602). 90/05/03. 16pp. 53856:325-53856:340.

9005030120 NRC Info Notice 90-033, "Sources of Unexpected Occupational Radiation
Exposures at Spent Fuel Storage Pools." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/09,
Consolidated Edison Co. of New York, Inc. 103pp. 53742:100-53742:202.

9005140259 Provides info for NRC consideration re plant performance for current SALF
rept period of Jan 1989 - Mar l990.Util believes corrective actions resulted in positive
individual changes & programmatic upgrades.

KINGSLEY.O.D. Tennessee Valley Authority. 90/05/09. Document Control Branch
(Document Control Desk). 23pp. 53821:104-53821:126.

9005040137 NRC Info Notice 90-034, "Response to False Siren Activations." Svc lis
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/10
Consolidated Edison Co. of New York, Inc. 99pp. 53753:204-53753:302.

9005230311 Forwards Insp Repts 50-259/90-11,50-260/90-11 & 50-296/90-11 or
900416-18.No violations or deviations noted.

WILSON.BA Assistant Director for Inspection Programs. 90/05/11. KINGSLEY.O.D
Tennessee Valley Authority. 4pp. 53920:308-53920:318.

-9005230312 Insp Repts 50-259/90-11,50-260/90-11 & 50-296/90-11 on 900416
18.No violations or deviations noted.Major areas inspected:App R issues identifie<
during insp on 890501-05 & 0717-21.

HARRIS.J.R., CONLON.T. Region 2, Ofc of the Director. 90/05/08. 7pp. 53920:312
53920:318.

9005240023 Responds to NRC 900417 Itr re violations noted in Insp Repts 50-259/90
05,50-260/90-05 & 50-296/90-05.Corrective action: senior reactor operator assigne<
to fire protection staff for day-to-day supervision of fire protection program.
MEDFORD.M.O. Tennessee Valley Authority. 90/05/18. Document Control Brancl
(Document Control Desk). 6pp. 53908:104-53908:109.

9005240198 Forwards Rev 1 to ED-Q2000-870135, "Cable Ampacity Calculation - V4 i
V5 Safety-Related Trays for Unit 2 Operation," as followup to Electrical Insp Rept 50
260/90-13 re ampacity program.

WALLACE.E.G. Tennessee Valley Authority. 90/05/21. Document Control Brancl
(Document Control Desk). 5pp. 53929:049-53929:124.

-9005240204 Rev 1 to ED-Q2000-87135, "Cable Ampacity Calculation - V4 & V
Safety-Related Trays for Unit 2 Operation."

* Tennessee Valley Authority. ED-Q2000-87135 R01. 90/05/03. 71pp. 53929:054
53929:124.

9005180001 NRC Info Notice 90-036, "Apparent Falsification of State of CT Weigr
Certificates." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/2^
Consolidated Edison Co. of New York, Inc. 99pp. 53928:001-53928:099.9004240359 NRC Info Notice 90-028, "Potential Error in High Steamline Flow Setpoint."
